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ONE YEAR GUARANTEE 


You now own @ product manufactured by one of the world’s 
oldest and most highly respected manufacturers of quality 
communications equipment, National has manufactured 
superb communications devices for nearly half a century. 
Our experience is unequaled, More than 75 per cent of our 
highly skilled test and assembly people have been with us 
for more than 25 years — an astonishing record in the 
relatively young electronics industry. Our people know 
their business . . . take pride in their fine workmanship — 
workmanship so outstanding that many National receivers 
purchased over 30 years ago are still in dally use, 

We manufacture most of the components used in our equip- 
ment... and, in fact, National has been a prime supplier 
of electronic components to other important electronic 
manufacturers and government agencies for many years. 
As a result, we enjoy unusual control of component part 
quality, 

We strongly recommend that you carefully study the in- 
struction manual before attempting to use your new equip- 
ment. We are sure you will find that maximum perfor- 
mance will be achieved with complete understanding of 
its controls and operating features. 

Your new National equipment has undergone an intense 
series of rigid quality control tests. However, as with any 
complex electronic equipment, it is possible that a defect 
may appear as a result of rough handling during shipment 
or through circumstances beyond our immediate control. 
For this reason, we suggest that you inspect your new 
equipment for such damage as soon as it |s unpacked. In 
all cases of in-transit damage a claim must be filed against 
the carrier, 


The component parts of this equipment {exclusive of va- 
cuum tubes and transistors) are guaranteed to be free from 
defective material and workmanship, and repair or replace- 
ment will be made on any part 
found to be defective upon 
examination, provided that the 
unit is delivered to your dealer, 
authorized service agency or 
to the company, pursuant to 
the instructions below, within 
one year from the date of sale 
to original purchaser, On units 
returned during the initial 90 
day period, National Radio 
Company, Inc. will absorb the 
labor cost of installation; for 
the remainder of the guarantee 
period the customer wil be 
charged for such cost. The 
enclosed guarantee card must 
be returned to National Radio 
Company, Inc., within ten days 
from date of purchase in order 
to validate the guarantee. 
Naturally, this guarantee does 
not extend to any product 


which has been subjected to misuse, neglect, accident, 
improper Installations, or use in violation of instructions 
furnished by us. Nor does it extend to units which have 
been repaired or altered outside of our factory or its 
authorized agencies, nor to units where the serial number 
has been removed or defaced, 

Should your new National equipment require servicing 

please do one of the following, whichever is most con- 

venient: 

1, Return it to the dealer from whom you purchased it. 

2, Bring-it to one,df our authorized service agencies, 

3. Write to the Service Manager, National Radio Company, 
Inc., 37 Washington Street, Melrose, Mass, and describe 
the difficulty. State type of unit and serial number. De- 
scribe as completely as possible the apparent defect. 
If we feel that the unit should be returned’ to the fac: 
tory we will give you written authorization to ship the 
unit to us, Notify us that you are returning the unit and 
ship prepaid and fully insured in the original specially 
designed shipping carton, 

Your unit will receive prompt and careful attention. If, in 
our judgment the unit is indeed defective, repair or re- 
placement will be made at no cost to you if the unit is 
returned within 90 days after date of original saga 
Should the unit be returned to us after 90 days from date 
of purchase but before 365 days have elapsed, again, if 
In our judgment the unit is indeed defective, National 
Radio Company will provide a replacement of any such 
defective part (except vacuum tubes or transistors). If you 
wish us to install the part, you will be billed only for labor 
costs involved, At the end of one year, after expiration of 
guarantee, service will be billed to you at cost of parts 
and labor only. 

This extended guarantee super- 

sedes all previous warranties 

of National Radio Company, 

Inc, and is in lieu of all other 

warranties expressed or im- 

plied, Damages arising out of 

a breach of this guarantee are 

limited to repair or replace- 

ment of the defective part as 
stated above. We naturally re- 
serve the right to change or 
improve our products without 

Imposing any obligation upon 

ourselves to so modify pro- 

ducts previously manufactured. 

Your new National Radio Com- 

pany equipment is the finest 

of its type. It was skillfully 
designed, carefully manufac- 
tured and thoroughly tested. 

We are confident that your 

choice of our equipment will 

result in many years of plea- 
sure 
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SECTION 1 
GENERAL DESCRIPTION 


The NCL-2000 is a 1000 watt average, 2000 
watt PEP linear amplifier for the 80 through 10 
meter amateur bands, housed in a desk-top cabinet 
with self-contained power supply. It utilizes two 
type 8122 miniature ceramic tetrodes (in parallel) 
in its output circuit, which provide 800 watts of 
available plate dissipation to allow operation at the 
maximum legal input with high efficiency and ex- 
cellent linearity. The output circuit components, 
power supply, and other components in the NCL- 
2000 are rated to allow operation at 1000 watts 
steady carrier input for AM, CW, FM and RTTY 
service. 


The NCL-2000 utilizes a passive untuned grid 
circuit which allows the amplifier to be driven to 
full output from any exciter providing from 20 
watts to 200 watts of power output. In addition, 
the use of a 100 watt non-inductive swamping re- 
sistor in the grid circuit provides the operator with 
the ability to load and match his exciter into the 
amplifier grid circuit without placing a signal from 
either the exciter or the amplifier on the air. The 
grid swamping resistor functions as a dummy load 
in this instance, and relative power output from 
the exciter is indicated as final grid current on the 
NCL-2000 multimeter. 


The NCL-2000 incorporates a built-in antenna 
transfer relay with all contacts and coaxial jacks 
necessary to allow inter-connection with either 
transceivers such as the NCX-3 or the NCX-5, or 
separate transmitter-receiver combinations, without 
the necessity for additional controlled relays. In- 
stantaneous selection of either high power (using 
the amplifier) or low power straight-through op- 
eration of the exciter is possible by simply turning 
the PLATE switch of the NCL-2000 ON or OFF. 
‘Two screwtype connections are available at the rear 
of the amplifier to allow control of its internal an- 
tenna transfer relay by an external switch. The 
internal antenna transfer relay of the NCL-2000 
utilizes a separate pair of contacts to automatically 
bias off the output tubes when the amplifier is in 


the standby mode to prevent tube noise from ap- 
pearing in the receiver and to reduce standby dis- 
sipation in the amplifier. 


ALC circuitry is incorporated in the NCL-2000, 
with an output jack to allow ALC control of an 
exciter incorporating ALC input. The ALC 
voltage from the amplifier is developed when- 
ever grid current exceeds the point at which limit- 
ing or “flat-topping” of the amplifier occurs. 


The NCL-2000 incorporates two D’Arsonval 
precision meters — a plate current meter with a 
0 to 1000 ma. scale and a multimeter with readings 
selected by a front panel MULTIMETER switch. 
Plate voltage, screen current, grid current, and 
exciter relative output (grid current) may be sel- 
ected by the MULTIMETER switch. Front panel 
switches are provided for primary power, plate 
voltage, and choice of either SSB or CW mode. 
Pilot lamps are provided to indicate primary 
power ON, plate power ON, and operation of the 
one-minute time delay relay. In addition to this 
protective relay, a 1200 ma. plate overload relay is 
incorporated in the NCL-2000, as well as primary 
fusing. Two separate safety interlocks are built in — 
a lid interlock which breaks power to the plate 
relay, and a spring-actuated mechanical shorting 
bar which discharges residual plate voltage to 
ground when the lid is raised. The mechanical 
shorting bar also serves as added protection against 
the remote possibility of plate interlock failure or 
an open bleeder resistor. Should either failure oc- 
cur, no damage will be done to the amplifier by 
the action of the mechanical shorting bar since the 
overload relay will immediately open. 


The NCL-2000 may be operated from either 
a 230-volt, 3 wire single-phase supply or from a 115- 
volt, 2 wire line. All power supply components 
are rated for 50 cycle operation, but in such in- 
stances the cooling fan must be operated from a 
separate 60 cycle source for full power rating. 


INSTALLATION 
SECTION 2 


2.1 CAUTION 


2.1.1 


2.1.3 


2.14 


THE VOLTAGES USED IN THE NCL- 
2000 ARE LETHAL. NEVER DEFEAT 
THE ELECTRICAL OR MECHANICAL 
SAFETY INTERLOCKS. NEVER WORK 
INSIDE THE EQUIPMENT WITH PRI- 
MARY POWER CONNECTED. 


THE OUTPUT TUBES USED IN THE 
NCL-2000 REQUIRE A CONSTANT SUP- 
PLY OF AIR FROM THE COOLING 
FAN AT ALL TIMES. TO PREVENT 
OVERHEATING AND SUBSEQUENT 
DAMAGE, DO NOT PLACE OBJECTS 
ON TOP OF THE NCL-2000 CABINET; 
DO NOT ACCIDENTALLY BLOCK THE 
AIR INTAKE UNDERNEATH THE 
CABINET. 


BE EXTREMELY CAREFUL WHEN IN- 
SERTING OR REMOVING THE 8122 
OUTPUT TUBES; CAREFULLY NOTE 
THE WAY THE BASE AND THE SOC- 
KET ARE KEYED, AND INSERT THE 
TUBES GENTLY INTO THE SOCKETS 
WITHOUT USING FORCE. 


NEVER OPERATE THE NCL-2000 
WITHOUT AN ANTENNA OR ADE- 
QUATE DUMMY LOAD CONNECTED. 
LIGHT BULBS WILL NOT PRESENT 
THE PROPER LOAD IMPEDANCE. 
DAMAGE TO THE OUTPUT CIRCUIT 
IS CERTAIN TO OCCUR IF THE NCL- 
2000 IS RUN UNLOADED. DO NOT 
OPERATE THE NCL-2000 INTO AN 
ANTENNA SYSTEM WITH A HIGH 
VSWR. 


PERSISTENTLY. BLOWN INPUT FUSES 
OR CONSTANT OVERLOAD RELAY 
TRIPPING INDICATES A MALFUNC- 
TION OR FAULTY INSTALLATION. 
CEASE OPERATION AND DETERMINE 
THE DIFFICULTY BEFORE PERMA- 
NENT DAMAGE OCCURS. 


MAKE CERTAIN THAT THE PRI- 
MARY WIRING TO THE STATION IS 
ADEQUATE TO HANDLE THE RE- 


QUIREMENTS OF THE NCL-2000. 30 
AMPERE 115 V.A.C. SERVICE OR 
THREE WIRE 20 AMPERE 230 V.A.C. 
SERVICE IS NECESSARY TO COMPLY 
WITH FIRE LAWS AND INSURANCE 
REQUIREMENTS IN MOST PARTS OF 
THE UNITED STATES. 


2.1.7 REFER AGAIN TO 2.1.1. ABOVE. 


2.2 UNPACKING AND TUBE INSTALLATION: 


Carefully unpack the NCL-2000, its plugs, 
tubes and chimneys, setting aside all packing mat- 
erial for possible future use. Lift the lid by turn- 
ing the fasteners counter-clockwise one-quarter 
turn, and inspect for visible shorts or other damage 
which may have occured during shipping. If dam- 
age is evident, immediately notify and file claim 
with the carrier. Place the tube chimneys, narrow 
end up, under the tube clamps, carefully insert the 
tubes to prevent damage to their pins, and tighten 
the tube clamps. Also, check to see that the time 
delay relay (which looks like a miniature tube) 
located just behind the front panel is seated in its 
socket. 


2.3 POWER CONNECTION: 


The NCL-2000 is designed for operation from 
either 115-volt, 2-wire, or 230-volt, 3-wire single 
phase service. Under peak power input conditions, 
the NCL-2000 may draw in excess of 10 amperes 
from a 230-volt service or in excess of 20 amperes 
from a 115-volt service. This latter power require- 
ment will exceed the capabilities of most home 115- 
volt circuits. We therefore strongly recommend op- 
eration of the NCL-2000 from a 230-volt, 20 ampere 
supply circuit. Such a circuit will, in addition, 
generally have superior regulation to a 115-volt 
circuit. In the event that a 230-volt circuit cannot 
be supplied, a special 115-volt, circuit rated at 30 
amperes should be provided. Operation on the 230- 
volt, 2-wire service available in many countries 
will necessitate the use of a 2-wire to 3-wire 1:1 
conversion transformer. 50 cycle operation is per- 
missible provided that the cooling fan is operated 
from a separate 60 cycle supply. If such a supply 
is unavailable, the NCL-2000 may be operated at 
reduced input. 


The NCL-2000 is shipped with the primary 
power connections wired for 230-volt operation and 
a power cord for 230-volt operation is supplied. 
No power plug is supplied because the enormous 
variety of 230-volt sockets makes it impossible to 
supply a single plug to meet all possibilities. Pro- 
cure a suitable 230-volt plug and wire the red and 
black wires of the cable to the hot sides of the plug 
and the white wire to the neutral. 


If 115-volt operation is contemplated, a sepa- 
rate power cord and plug should be obtained. 
Number 8/2 cable is recommended to minimize 
line drop under the 25 ampere peak load of the 
NCL-2000. To install the 115-volt cable, remove 
the four self-tapping screws of the primary power 
junction compartment cover, the cover itself, and 
the 230-volt cable. Prepare the new cable by con- 
necting the plug, stripping the sheath of the other 
end back five inches and stripping and tinning the 
conductors approximately one inch. Then, insert 
the new cable far enough so that it bottoms in the 
compartment, dressing the conductors to the right 
and below the barrier strip. Remove the existing 
jumper and wire new jumpers and the new cable 
as shown in Figure 1 or as shown in the diagram 
on the compartment cover. 
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2.4 ANTENNA CONNECTION: 


The antenna to be used with the NCL-2000 
should present a 50 ohm impedance and a VSWR 
of 2:1 or less. It should be fed with 50 ohm cable 
(RG-8A/U size minimum), and provided with a 
PL-259 UHF series coaxial plug. Connect it to the 
coax jack marked “ANT.” 


2.5 ALC CONNECTION: 


The NCL-2000 contains an ALC circuit that 
provides a negative voltage at the rear panel phono 
jack whenever the NCL-2000 is overdriven or ‘“‘flat- 
topped.” This may be used with exciters incor- 
porating an ALC input. Connect the ALC out- 
put to the exciter ALC input, using a shielded 
cable with suitable connectors. See paragraph 4.4 
for description of this circuit. Use of the ALC 
connection is optional. 


2.6 EXCITER REQUIREMENTS: 


The NCL-2000 is shipped with the output tube 
grids tapped down on the grid swamping resistor 
for use with exciters providing 80 to 200 watts of 
peak output. If the exciter peak output is less 


than 80 watts, see paragraph 5.7 which describes 
the alteration of the tap on the grid swamping 
resistor for use with low power driver sources. 


PRIMARY POWER CONNECTIONS 


JUNCTION BOX 
(COVER REMOVED) 


2.7 EXCITER CONNECTIONS: 


The NCL-2000 incorporates all necessary an- 
tenna change-over relay terminals to allow its use 
with either transceiver or transmitter-receiver com- 
binations. When used with a transceiver or with a 
transmitter-receiver combination with their own 
separate antenna change-over relay, high-power or 
low-power “straight through” operation may be 
selected by simply turning the amplifier plate volt- 
age ON or OFF. The NCL-2000 requires no sep- 
arate antenna change-over relay when used with 
transmitter-receiver combinations, but in this case 
the NCL-2000 must be used at all times, since no 
straight-through connection is available. 


2.8 RF EXCITER CONNECTION (Transceiver) 
(See figure 2) 


The NCL-2000 has been designed to provide 
for automatic connection of the antenna directly 
to the exciter during receiving periods or when the 
NCL-2000 plate supply is off. This eliminates the 
usual necessity for a separate “extra” antenna 
change-over relay, and further provides straight- 
through operation of the transceiver without the 
linear when desired. A transceiver such as the 
NCX-3 or the NCX-5 should have its antenna in- 
put/output connected directly to the NCL-2000 
coaxial jack marked “XCVR” with a 50 ohm 
cable and PL 259 connectors. The input swamping 
resistor of the linear presents a constant 50 ohm 
resistive load to the exciter so that the length of 
coaxial cable connecting the exciter to the NCL- 
2000 is not critical and no special matching devices 
or cable lengths are necessary. 


2.9 RF EXCITER CONNECTION 


(Separate Transmitter and Receiver 
with External Antenna Transfer Relay) 


(See Figure 3) 


When a separate transmitter and receiver are 
used with their own separate antenna transfer re- 
lay, a direct connection may be made from the 
antenna connection of the separate relay to the 
NCL-2000 coaxial jack labeled “XCVR” and oper- 
ation will be identical to that described in para- 
graph 2.8. 


2.10 RF EXCITER CONNECTION — 


(Separate Transmitter and Receiver 
Without External Antenna Transfer Relay) 


(See figure 4) 


The NCL-2000 has been equipped with a sep- 
arate receiver output (RCVR) and transmitter in- 
put (XMTR). The receiver output is connected 
through the antenna switching relay of the NCL- 
2000 so that the antenna will be connected to the 
receiver during receiving periods and disconnected 
from the receiver during transmitting periods. 
The transmitter input is directly connected to the 
input circuit of the NCL-2000 at all times. When 
this connection is used, the linear plate power 
must always be ON to provide proper operation. 
In the event that the linear plate power is re- 
moved, the receiver will perform normally but the 
transmitter output will not be connected to the 
antenna line. Therefore, it is not possible to op- 
erate the separate transmitter and receiver without 
the linear under these conditions. 


2.11 RELAY CONNECTION: 


Automatic transmit-receive operation of the 
NCL-2000 is afforded by energizing the NCL-2000 
antenna-transfer relay during transmitting periods 
by connecting together the relay terminals on the 
rear apron of the linear chassis. Most transceivers, 
transmitters and receivers have such switching con- 
tacts available. The NCL-2000 relay terminals 
should be connected to the normally open (on 
receive) terminals available on the exciter. Since 
the current through the transfer relay is small, “zip 
cord” or hook-up wire may be used for this con- 
nection. 


2.12 GROUND CONNECTION: 


It is strongly recommended that the chassis of 
the NCL-2000 be grounded to a cold water pipe 
or a good earth ground, as well as to other 
equipment in the station. A stud is provided on the 
rear apron of the chassis for this ground connec- 
tion. If the ground is inadequate, the chassis of 
the linear may be “hot” with RF, which can cause 
operating difficulties and danger to the operator. 
If this occurs, check the ground connections and 
change the ground location until satisfactory op- 
eration is obtained. 
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SECTION 3 
OPERATION 


3.1 EXPLANATION OF CONTROLS: 


The main power switch, labeled ON - OFF, 
energizes filaments, the grid bias supply, the blower 
and the 60-second time delay that prevents applic- 
ation of grid drive and plate and screen voltage 
until the tubes are fully warmed up. When the 
main switch is pushed, the green ON lamp will 
light, and approximately one minute later, the 
ivory READY lamp will light indicating the tubes 
are warmed up and plate power may be applied. 


The plate power switch is a center neutral, 
momentary - each - side - of - center, switch, labeled 
PLATE-OFF, which operates the latching type 
plate relay. After the READY lamp is on, plate 
power may be applied by pushing the switch up 
and releasing it. The red PLATE light indicates 
that the plate and screen supplies are operating. 


The CW-SSB switch changes the plate voltage 
under load from about 1800 volts in the CW posi- 
tion to 2500 volts in the SSB position. The screen 
voltage also changes from 290 to 400 volts. This 
aliows selection of 1000 watt operation for tune-up, 
CW and RTTY or 2000 watt PEP operation for 
SSB. 


The MULTIMETER switch allows measure- 
ment of the following parameters as read on the 
multimeter: Plate voltage 0-5000 volts, screen cur- 
rent 0-50 ma., grid current 0-50 ma., and exciter 
tune (relative output) 0-50 ma. When the MUL- 
TIMETER switch is in the EXCITER TUNE 
position, and the amplifier plate voltage is off, 
power from the exciter is applied to the 100 watt 
input swamping resistor in the NCL-2000 which 
then acts as a dummy load for optimum tune-up of 
the exciter. Relative exciter output power is in- 
dicated as final grid current on the multimeter 
and the exciter is adjusted for maximum multi- 
meter indication. This unusual feature of the NCL- 
2000 allows optimum independent adjustment of 
the exciter without the usual necessity for a sep- 
arate dummy load or the alternative procedure of 
attempting to simultaneously adjust both the amp- 
lifier and the exciter. 


3.2 PRELIMINARY ADJUSTMENT: 


— CAUTION — 


DO NOT ATTEMPT TO TURN ON THE 
NCL-2000 OR TO OPERATE ITS SWITCHES 


OR CONTROLS UNTIL YOU READ AND 
COMPLETELY UNDERSTAND THE FOL- 
LOWING PARAGRAPHS. EXPENSIVE DAM- 
AGE MAY RESULT IF THE NCL-2000 IS IM- 
PROPERLY CONNECTED TO OTHER STA- 
TION EQUIPMENT OR IMPROPERLY OP- 
ERATED. 


Carefully double-check to make certain that the 
power cable is wired correctly for your power 
source, that the proper coaxial cable connections 
are made between the NCL-2000 and your antenna 
and exciter and that the proper connections are 
made between the NCL-2000 relay terminals and 
the controlling terminals on the exciter. If a high 
power dummy load is available, it is strongly sug- 
gested that initial adjustment and tune up be 
made with the dummy load instead of the antenna. 
Tune-up of the NCL-2000 quickly becomes second 
nature and may be totally accomplished when 
changing bands within 15 or 30 seconds after a 
little practice, but until complete familiarity is 
achieved it is wise to go only one step at a time, 
removing drive and/or amplifier plate voltage 
after each step so that you have time to relax and 
review previous steps without worry. 


3.2.1 PRELIMINARY CONTROL SETTINGS. 
CHECKS AND ADJUSTMENTS: 


1. Turn on exciter and allow it to warm up 
in standby or receive mode. 


2. Set NCL-2000 controls as follows: 
a. POWER: OFF 
b. PLATE: OFF 
c. CW-SSB Switch: CW 


BAND: to desired band 


PA TUNE and LOAD: to approx- 
imate setting in Figure +5 

ft. MULTIMETER: PLATE 
VOLTAGE 


3. Insert NCL-2000 power plug into power 
source and press power switch to ON. The 
green ON lamp will light, as well as the 
two rear-illuminated meters. Check to see 
whether the blower is operating. 

Note: The blower operates at all times, 
not just when plate power is applied. 


10. 


— CAUTION — 


After approximately one minute, the ivory 
READY lamp_ will light, indicating 
that the time delay relay is operating and 
plate voltage may now be applied. The 
READY lamp remains lit once the time 
delay relay has closed. 


Press the PLATE-OFF switch to PLATE. 


_ The red PLATE lamp will light and 


the multimeter should read 2000 volts. 


Press the CW-SSB switch to SSB. The 
multimeter should now read 3000 volts. 
No plate current will be indicated on 
the plate meter since the output tubes 
are cut off when the exciter is in the 
receive mode. 


Press the PLATE-OFF switch to OFF, and 
put exciter in transmit mode. Adjust ex- 
citer for zero output in transmit mode, 
preferably by depressing push-to-talk 
switch with microphone gain backed 
down, or with the NCX-3, by placing the 
function switch in the CW position and 
depressing the key with the carrier com- 
pletely balanced out. 


Return exciter to receive mode, and press 
the NCL-2000 PLATE-OFF switch to 
PLATE with the CW-SSB switch still in 
the SSB position. Put exciter in transmit 
mode with zero vutput as above. You 
should hear the NCL-2000 antenna trans- 
fer relay click, and idling plate current 
should now be indicated on the plate 
meter. 


Adjust the rear panel BIAS ADJUST: 


control for 225-250 ma. idling plate cur- 
rent. 


Return exciter to receive mode, press CW- 
SSB switch to CW, and press PLATE-OFF 
switch to OFF. Check for proper straight 
through operation of the driver trans- 
ceiver or transmitter-receiver. This com- 
pletes the preliminary checks and adjust- 
ment of the NCL-2000. 


DO NOT OPERATE THE NCL-2000 WITH 
BADLY MISMATCHED ANTENNAS OR WITH 
NO ANTENNA CONNECTED, SINCE EXPEN- 
SIVE DAMAGE TO THE NCL-2000 TANK CIR- 
CUIT WILL OCCUR. 

IT IS NOT ADVISABLE TO SWITCH THE 
MULTIMETER TO EXCITER TUNE WHILE 
THE UNIT HAS BOTH PLATE VOLTAGE 
AND FULL DRIVE APPLIED SINCE A MO- 
MENTARY NO-LOAD CONDITION OCCURS 
WHEN THE ANTENNA RELAY THROWS, 


WHICH MAY CAUSE A MOMENTARY ARC- 
OVER IN THE PLATE CIRCUIT 


3.3 CW TUNE-UP PROCEDURE: 


1. 


2. 


Set Controls as in paragraph 10 above. 


The exciter, whether transceiver or trans- 
mitter-receiver combination, should now 
operate conventionally as a low. power 
station when either the NCL-2000 pri- 
mary power or plate power switch is off, 
except when the MULTIMETER switch 
is in the EXCITER TUNE position or 
when no separate antenna transfer relay 
is used with a transmitter-receiver com- 
bination as noted in paragraph 2.10. 


Place MULTIMETER switch in EXCI- 
TER TUNE position (PLATE-OFF 
switch still OFF). 

Place the exciter in the transmit mode. 
You should hear the NCL--2000 antenna 
transfer relay click, indicating that the ex- 
citer output has been switched from the 
antenna to the 100 watt input resistor in 
the NCL-2000 which will now act as a 
dummy load providing optimum exciter 
adjustment. 


Place the exciter in the transmit mode and 
adjust it for normal CW loading and out- 
put as indicated on the NCL-2000 multi- 
meter, which is reading 0-50 ma. grid cur- 
rent in the EXCITER TUNE position. 
At least 15 ma. should be indicated. If 
not, check for proper exciter operation or, 
if necessary, adjust the tap on the NCL- 
2000 input resistor per paragraph 5.7. 


Adjust the exciter so that CW output may 
be varied continuously from zero to full 
output by insertion of more or less carrier 
in the CW mode in equipment such as 
the NCX-3 and the NCX-5, or by what- 
ever means is available. It may be found 
easiest in some equipment to detune an 
early transmitter stage. 


Note carefully that the NCL-2000 screen 
current will be your most valuable tuning 
and loading indication during the follow- 
ing steps. The object of the tune-up pro- 
cedure, as you will see, will be to strike 
the proper balance between plate current, 
drive, and screen current for maximunt 
output. Excessive screen current (above 
25 ma.) indicates insufficient loading, and 
in addition, the screen current will act as 
an extremely accurate indication of plate 
circuit tuning by reading maximum at 
resonance. The NCL-2000 is so designed 
that maximum efficient output may be 
accurately determined by proper adjust- 
ment of plate and screen current. In the 
following CW tune-up procedure, the ob- 
jective is to achieve a plate current at 
resonance of 550 to 650 ma. with 10-25 ma. 


of screen current. Remember, screen cur- 
rent will increase with light loading, and 
will decrease as the NCL-2000 is loaded 
more heavily. Screen current will be max- 
imum at resonance. 


CAUTION 


AT NO TIME SHOULD SCREEN CUR- 
RENT BE ALLOWED TO EXCEED 40 MA. 
BECAUSE OF THE DANGER OF EXCESSIVE 
SCREEN DISSIPATION. 


7. j iter for minimum output in 
the transmit mode, and then place the 
exciter in the receive mode. Move the 
MULTIMETER switch to SCREEN 
CURRENT and adjust PA TUNE and 
PA LOAD to approximate settings shown 
in figure 5. 


8. Press the plate switch of the NCL-2000 to 
ON and then place the exciter in the 
transmit mode. Increase drive from the 
exciter until the NCL-2000 plate meter 
reads approximately 200 ma. Quickly ad- 
just the PA TUNE control for a plate 
current dip while observing the screen 
current. 


9. If there is a screen current indication, you 
will note that it is maximum when the 
amplifier is in resonance and there is a 
plate current dip. If there is no screen 
current indication, increase drive from the 
exciter until screen current is 10 to 25 ma» 
at amplifier resonance. Note that as the 
PA LOAD control is increased so that the 
amplifier is loaded more heavily, plate 
current increases at resonance, or plate 
current dip, and screen current decreases. 


10. At this point you should note plate cur- 
rent of approximately 500 to 650 ma. and 
screen current of 10 to 25 ma. 


CAUTION | 


AT NO TIME DURING TUNE-UP OF THE 
NCL-2000 SHOULD THE AMPLIFIER BE AL- 
LOWED TO REMAIN OUT OF RESONANCE 
FOR MORE THAN A FEW SECONDS. 


11. Return the exciter to the receive mode and 
review the following before proceeding 
further: Plate and screen current in the 


NCEL-2000 depend upon the amount ot 


dhivc supplied. iiom the excileraus el as 
upon the adjustment of the PA TUNE 


and PA LOAD controls. To adjust drive 
correctly, and thus eliminate this variable 


from the tune-up procedure, the amount 
of drive will be increased from the exciter 
while monitoring plate and screen current 
until an increase in drive does not result 
in an increase in plate current. This 
amount of drive from the exciter is the 
correct amount for proper final tune-up 
of the amplifier. 
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12. Return the exciter to the transmit mode 
and increase drive while monitoring screen 
current to the point where further drive 
from the exciter does not result in an in- 
crease in plate current. Adjust PA TUNE 
and PA LOAD controls of the NCL-2000 
during this process to keep screen current 
(at resonance) between 10 to 25 ma. 


13. Slightly decrease drive from the exciter to 
the point where NCL-2000 plate current 
begins to decrease. 


14. Adjusts PA TUNE and PA LOAD for 
screen current at resonance of approxi- 
mately 10 ma. At this point the proper 
amount of drive is being supplied to the 
NCL-2000 and it is properly tuned and 
loaded. _Plate current should be 550 ma. 
for one kilowatt CW operation (550 ma. 
x 1800 volts = 990 watts). If plate cur- 
rent should be under 550 ma., the amp- 
lifier should be loaded more heavily 
(slightly less screen current, greater plate 
current). If plate current should be ov 
the_legal maximum of 550 ma, the am- 
ount_of drive should be reduced slightly, 

15. This completes the tune-up of the NCL- 
2000 for one kilowatt CW operation. Re- 
turn exciter to receive mode. 


It may be noted that the 8122 tubes in some 
NCL-2000 amplifiers are driven so easily that with 
a resonant plate current of 550 ma., the amplifier 
is still not fully loaded. This condition will be ap- 
parent in that the grid current will be much less 
than 15 ma., with loading and drive adjusted for 
550 ma. plate current, and it will be possible to 
drive hard enough to exceed the nominal 25 ma. 
maximum screen current. In such, instances, the 
NCL-2000 should be loaded more heavily, so that 
screen and grid currents are both about 15 ma., 
with the screen current peaked and the plate read- 
ing slightly higher than 550 ma. This will, assure 
peak plate efficiency and proper ALC action, when 
the amplifier is placed in the SSB mode. 


3.4 SSB TUNE-UP PROCEDURE: 


1. Follow CW tune-up steps 1 through 15 
above. 


2. Press PLATE switch to OFF and place 
CW-SSB switch in SSB position. 


3. Press PLATE switch to PLATE, which 
increases plate and screen voltages to al- 
low 2000 watt PEP operation. If a dummy 
load is available (to prevent putting 
illegal 2000 watt DC signal on the air), 
it is advisable to briefly recheck the screen 
current for proper loading as follows: 


4. Place the exciter in transmit mode, still 
adjusted for proper output as per para- 
graph 3.3.13. An increase in screen cut- 
rent should be noted, and the PA TUNE 


and PA LOAD controls should be ad- the NCL-2000 is being properly operated. 


justed to bring the screen current at re- Should the NCL-2000 be driven so hard 

sonance to between 25 to 35 ma. that there is a constant grid current in- 

eee. eS aa oe. . dication, no matter how small, actual peak 

5. If a power output meter is-available, slight grid current will be excessive and “flat- 

adjustment of PA TUNE and PA LOAD topping” and consequent splatter will oc- 
controls may be made for optimum out- cur. 


put. Under no circumstances may the 


screen current be allowed to exceed 40 ma. 
6. Press the PLATE switch to OFF and adjust 


the exciter for SSB operation. If exciter YOUR NCL-2000 IS A MAXIMUM KILO. 
drive adjustment was performed in earlier WATT IN EVERY SENSE OF THE WORD. 
steps by detuning the EXCITER TUNE UNDER THE ABOVE CONDITIONS YOUR 
control as in the NCX-3 and the NCX-5, POWER IS A “DC” KILOWATT, 2000 WATTS 
place the NCL-2000 MULTIMETER PEAK. INCREASE IN MICROPHONE GAIN 
switch in the EXCITER TUNE position SO THAT SPEECH PEAKS EXCEED 400 MA. 
and adjust the exciter for normal maxi- MAY RESULT IN FLAT-TOPPING AND 
mum CW output and for SSB operation. SPLATTER AS WELL AS ILLEGAL EXCES- 


: : : SIVE POWER INPUT. 
7. Place the MULTIMETER switch in GRID 9. If your exciter contains an ALC input and 


ict fa and press PLATE it has been connected to the NCL-2000, 
SW ALE 10 ° microphone gain should be advanced 


8. While speaking into the microphone, ad- until: 
vance exciter audio gain until the NCL- a. the exciter ALC indication is correct, 
2000 grid current just flicks off zero oc- or : 
asionally or until plate current kicks u b. speech peaks reach 400 ma. on the 


to 400 _ma. on speech peaks. Plate voltage NCL-2000 plate current meter. 
is 2500 volts under full instantaneous 


peak current of 800 ma., or 2000 watts 3.5 AM TUNE-UP PROCEDURE: 


peak input. For AM operation, adjust the NCL-2000 for 
Remember that the mechanical inertia of SSB operation as in steps 1 through 7 above, and 
the MULTIMETER in the GRID CUR- increase exciter carrier output until 400 ma. of 
RENT position requires strict adherence plate current is indicated by the NCL-2000 plate 
to the instructions concerning grid current milliameter. Increase the exciter audio gain until 
indication during SSB operation. When the NCL-2000 plate current flickers slightly upward 
the GRID CURRENT meter just oc- on voice peaks, and then reduce exciter audio gain 
casionally flickers off zero on voice peaks, to just below this point. 


TABLE OF NCL-2000 CONTROL SETTINGS FOR 50 OHM LOAD 


FREQUENCY P. A. TUNE P. A. LOAD 
Approximate Actual Approximate Actual 


aie 

a 

Canes ee 
Ee 
pata Me 0 
an ae eel Meee 


The above tables are based on average NCL-2000 control settings when operated into a purely resistive 
50-ohm load. They will, of course, vary with many installations and it is suggested that you note in the 
appropriate column the final control settings required for use with your own antenna to facilitate faster 
initial adjustment when changing bands. 

FIGURE 5 
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SECTION 4 
THEORY OF OPERATION 


4.1 CLASS OF OPERATION: 


Modern linear amplifiers are typically op- 
erated in Class B, Class AB,, or Class AB, service. 


The Class B amplifier has the distinct advant- 
age of drawing negligible current and dissipating no 
power when no drive is present. It also has the ad- 
vantage of relatively high efficiency, particularly 
when operated with grid current flow and with 
grids driven well into the positive region. The 
Class B amplifier does, -however, have the disad- 
vantage of being relatively non-linear because of 
non-linearity of the amplifier tube characteristics 
in the cut-off region. This will, of course, vary 
with the type of tube selected for the amplifier. A 
second (less well-known) disadvantage of the Class 
B amplifier appears when excessive drive is avail- 
able and the linear is heavily loaded. Under these 
conditions, increasing input will drive the grid, 
screen, and plate currents to higher and higher 
levels and the amplifier stage can be easily dam- 
aged. 


Class AB; operation overcomes these disad- 
vantages. By allowing idling current, the effects 
of non-linearity near cut-off are avoided, thus 
causing a reduction in amplifier distortion. By 
definition, the Class AB, amplifier does not draw 
grid current and the grid bias supply can have rela- 
tively poor regulation (or high internal impe- 
dance). In the event of over-drive, the amplifier 
tubes will draw grid current and make the bias 
voltage more negative. The result is effective limit- 
ing of plate and screen currnts to safe operating 
levels even under conditions of severe over-drive. 
Unfortunately, these advantages of AB, operation 
are only gained with a loss of amplifier efficiency. 


The Class AB amplifier operates with the 
same idling current as the AB, amplifier, and 
therefore offers the same low distortion and excel- 
lent linearity, providing a well-regulated bias 
supply and sufficient driver power are available. 
The well-regulated bias supply is necessary to pre- 
vent change in bias voltage as the grids are driven 
positive. The ability to drive the grids positive 
offers the important advantage of higher efficiency 
than the Class AB, amplifier. However, the pre- 
sence of the necessary well-regulated bias supply 
presents the same disadvantage apparent in the 
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Class B amplifier — increasing input may result in 
dangerously high grid, screen and plate currents. 


The NCL-2000 operates in grid-current-limited 
Class ABz — a National development (patent pend- 
ing) which combines the advantages of Class ABg 
operation in terms of high efficiency and linearity 
with the effective limiting of plate and screen cur- 
rents typical of the Class AB, amplifier. This is 
accomplished by the use of an electronically series- 
regulated grid bias supply designed to hold con- 
stant grid bias with normal driving levels, but 
which allows grid bias to abruptly increase when 
grid current exceeds the pre-determined value of 
15 ma. 


The NCL-2000 bias supply has a constant 15 
ma. bleed. When grid current flows, it causes the 
regulator output current to decrease toward zero; 
and when the grid current reaches 15 ma., the 
amount of the bleed, there is no longer any current 
flow in the series regulator and the circuit loses 
regulation. As more drive is applied beyond this 
point, grid voltage will become more negative and 
plate current is limited just as in Class AB, opera- 
tion. 


4.2 GRID BIAS SUPPLY: 


The grid bias supply is a conventional full- 
wave center-tapped circuit using rectifiers CR] and 
CR2 and filtering network R36 and C6. Output 
of this supply is fed to the collector of the series 
regulator transistor Ql. Operating bias, in turn, 
is obtained from the emitter of the regulating 
transistor. The 15 ma. bleed is obtained through 
R40, R41 and R42. A sample of the output volt- 
age is obtained from the bleed network and applied 
to the base of the control transistor Q2. The 
collector of the control transistor is fed through 
resistor R38 from the —80 volt supply and the 
emitter of the control transistor is returned to 
ground through zener diode CR9. This zener diode 
is kept in its regulating range by current through 
resistor R39 from the negative supply. When the 
grids of the final amplifier draw current, the bias 
voltage will tend to go more negative. This will 
result in a negative change at the base of the 
control transistor and wil] result in more collector 


current flow through Q2. This will make the base 
of the regulator transistor go more positive, which 
results in less current flow through the regulator 
in such a manner as to cancel any change of bias 
to the final until grid current exceed 15 ma. and 
the regulator can no longer function. Adjustment 
of R41, the bias potentiometer, will result in a 
variation of bias from —25 to —45 volts to set pro- 
per idling current. 


4.3 INPUT CIRCUIT: 


Input power from the exciter is applied di- 
rectly to a 50-ohm non-inductive metal film swamp- 
ing resistor (Rl through R14). This swamping re- 
sistor is capable of absorbing more than 100 watts 
continuously for short periods of exciter tune-up. 
Nearly all modern exciters develop in excess of 80 
watts PEP output which will develop excessive 
driving voltage across the resistor. Therefore, the 
NCL-2000 has been designed so that only one-half 
of the voltage across the resistor is applied to the 
final amplifier grids. When a low power 20 watt 
to 80 watt peak output exciter is used to drive the 


to the excitér even under peak signal conditions, 
so that operation in CTass AB 


waver 


fecting tuning of the exciter, allows lower driving 
power, and provides maximum useful power, since 
the exciter power does not have to be added to the 
amplifier power when input power measurements 
are made to assure legal operation. 


4.4 ALC: 


The RF input signal is coupled to the 8122 
grids through capacitors C21 and C30. Bias is 
supplied to the grids through L5 and metering re- 
sistor R15. Excessive drive applied to the final 
tubes (modulation peaks producing more than 
15 ma. of grid current) will cause an audio voltage 
to appear on the bias circuit. This voltage 1s 
coupled through C19 to voltage doubler rectifiers 
CR10 and CR11 to develop negative DC voltage 
for use as ALC information. This may be fed back 
by means of output jack J5 to exciters provided 
with ALC input circuits capable of accepting neg- 
ative ALC voltage. 
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4.5 OUTPUT CIRCUIT: 


The plate circuit of the 8122 final tubes is a 
conventional pi-network. High voltage is supplied 
through plate choke L2 and the output circuit is 
isolated from this plate voltage by blocking cap- 
acitor C48. The PA tune capacitor C42 is a 
double section unit. The smaller section of this 
capacitor is in the pi-network at all times and the 
remaining section is used only on the 80 meter 
band to provide full coverage. In addition, a 100 pf. 
capacitor C45 is switched into the input to provide 
additional tuning capacity on 80 and 40 meters. 
The pi-network coil is tapped by means of the 
bandswitch for operation on 80 through 10 meters. 
The PA load capacitor C43 is used on all bands, 
and the additional load capacitor C47 is used on 
80 meters together with C46 which is also used on 
40 meters to allow matching loads from 40 to 60 
ohms. 


Plate voltage is developed by a full wave volt- 
age doubler using rectifiers CR7 and CR8. Filter- 
ing is accomplished by a bank of electrolytic cap- 
acitors C32 through C39. Screen voltage is de- 
veloped by a full wave bridge circuit operating 
from another winding on the plate transformer, 
and screen filtering is accomplished by choke L2 
and capacitor C31. Resistors R18, R19, R24 and 
R43 provide for short circuit surge limiting in the 
plate and screen circuits of the final amplifier. 


4.6 METERING: 


The negative return of the high voltage supply 
is connected through a 1 ampere overload relay 
and a 1 ohm metering resistor to ground. A 0 to 1 
volt DC meter connected in parallel with the 1 ohm 
metering resistor provides continuous plate current 
measurement. A separate 1 volt Multimeter is 
connected through the MULTIMETER switch to 
the multiplier resistors R20 through R23 for 0 to 
5 KV plate voltage measurement, to resistor R16 
for screen current_measurement or to resistor R15 
for grid current measurement and exciter tuning 
indication. 


4.7 PRIMARY POWER CIRCUITS: 


Primary power may be provided from either 
a 115-volt, 2-wire, or 230-volt, 3-wire line. In 
either connection, 115 volts is supplied through 
the main power switch $1 to the blower and the 
primary of the bias transformer which also pro- 
vides low voltage A.C. for the final amplifier fila- 
ments, the ON lamp, and to the one minute time 
delay relay and the control circuits. After the time 
delay relay has closed (lighting the READY lamp), 
and if the cabinet interlock in the plate relay 
ground return is closed, the plate power relay may 


be energized by pushing plate power switch S2. 
The plate relay in turn will apply A.C. to the 
plate/screen transformer and to the plate lamp. 
One contact of this plate relay acts as a holding 
contact and will keep the plate relay closed until 
the coil circuit is interrupted by pushing the plate 
power switch off. It may also be interrupted by a 
momentary trip of the plate overload relay, by an 
interruption of the cabinet interlock, or by in- 
terruption of the primary power switch. An im- 
portant additional interlock, provided in the high 
voltage circuit, is a spring-actuated mechanical 
shorting bar which grounds the high voltage as 
soon as the cabinet lid is opened. 


4.8 CW-SSB MODE SELECTION: 


In single sideband operation, peak plate cur- 
rent is the controlling parameter with a given plate 
voltage. The amplifier must be capable of accept- 
ing proper peak input at high efficiency if maxi- 
mum output is to be obtained without flat top- 
ping. The NCL-2000 is designed so that at the peak 
input of 2000 watts (2500 v. at 800 ma.), output 
efficiency is 60% minimum and peak output is as 
high as 1400 watts. In CW operation it is neces- 
sary to operate the NCL-2000 at only 1000 watts 
input. If this is done by operation at 2500 v. at 
400 ma., tne efficiency will drop and the power 
output will be less than optimum. It is possible 
to provide optimum efficiency for 1000 watt CW 
operation by matching the load impedance of the 
tubes to the load impedance of the amplifier. This 
may be done by altering the plate voltage and 
plate current of the final amplifier tubes. The 
NCL-2000 includes a front panel switch marked 
CW-SSB. When thrown to the CW position, the 
plate and screen voltage on the 8122 output tubes 
is reduced from 2500 v. and 400 v. to 1800 v. and 
290 v. respectively. The amplifier can now be 
loaded to 1000 watts (550 ma. at 1800 v.) and the 
load impedance will be properly matched because 
of the lower plate voltage and current. The ef- 
ficiency will now be back to 60% minimum and 
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output will be in excess of 600 watts. There is an 
added advantage in this switching arrangement. 
The NCL-2000 is so designed that if it is properly 
loaded to 1000 watts in the CW position, it is only 
necessary to switch to SSB and the amplifier is cor- 
rectly loaded and tuned for 2000 watt PEP SSB 
operation without the necessity of tuning up at an 
illegal key-down 2000 watts. 


4.9 ANTENNA AND TRANSMIT — STANDBY 
SWITCHING: 


An internal antenna transfer relay is incorp- 
orated in the NCL-2000 to switch the antenna 
from the linear output to the transceiver or sepa- 
rate receiver during receiving periods. When the 
plate relay is energized, power may be supplied 
to this antenna relay by shorting the “relay” ter- 
minals at the rear of the chassis with switching con- 
tacts on the exciter. During transmitting periods, 
the “relay’’ terminals are shorted, the antenna re- 
lay will be energized, the exciter input will be 
transferred to the linear input, and the antenna to 
the linear output. 


If the plate power relay is open, whether as a 
result of intentional switching or if primary power 
is not applied to the amplifier, the antenna relay 
is de-energized and the exciter is automatically 
connected directly to the antenna. 


4.10 STAND-BY CUTOFF: 


Idling current in the final amplifier tubes is 
approximately 250 ma. for the pair, which results 
in over 600 watts of plate dissipation. It is undesir- 
able to draw this power during receiving periods. 
In addition, current flow in the final amplifier 
tubes will result in noise generation which may be 
heard in the receiver. During transmission, the 
screen supply return is connected to ground by a 
contact on the antenna relay. While receiving, the 
8122 screen supply return is open and the screen 
voltage is approximattely zero. This disables the 
final amplifier tubes and eliminates the idling cur- 
rent. 


SECTION 5 
SERVICE INSTRUCTIONS 


5.1 TUBE REPLACEMENT: 


The NCL-2000 (like all linears with paral- 
leled output tubes) requires matched tubes for ef- 
ficient operation. 


Should one of the output tubes fail, it is neces- 
sary to match its replacement to the remaining 
good tube. This may be done by measuring the 
grid bias voltage of the good tube at rated idling 
current. Remove the bad tube and connect the neg- 
ative lead of a high impedance voltmeter with a 
50-volt scale to the tip jack on the rear apron of 
the chassis. The other lead should be grounded. 
With the NCL-2000 adjusted for no-signal idling 
and with the CW-SSB switch on SSB, adjust the 
bias control for 125 ma. idling current as indicated 
by the plate milliameter. Read the voltage at the 
tip jack. This test should be performed as quickly 
as possible since the air supply of the tube is re- 
duced drastically with the other tube removed. The 
National Radio Company Service Department must 
be advised of this voltage measurement, together 
with the Multimeter plate voltage reading taken 
at the same time, in order to supply a properly 
matched replacement tube. Should both tubes 
fail, the replacement pair will be automatically 
matched correctly by National. Many amplifiers 
contain tubes on which a matching number has 
been written, in which case it is only necessary to 
provide National with this number instead of 
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making the above measurement. 


To change the tubes, loosen the wing nuts on 
the tube clamps and the screws holding the clamps 
to the stand-off insulator. Carefully remove the 
tubes and replace with the new ones, then tighten 
the wing nuts securely. 


The 8122 output tubes used in the NCL-2000 
are guaranteed against failure for a period of 90 
days from date of purchase. Tubes will be replaced 
under the terms of the warranty provided they are 
returned to National for examination and such 
examination indicates that they are indeed defec- 
tive from causes other than abuse, mechanical 
damage, or from failure resulting from excessive 
temperature due to mistuning or operation out of 
rating. 


5.2 FILTER CAPACITOR BOARD REMOVAL: 


The filter capacitor board is held in place by 
the four sheet metal screws near the corner of the 
board. It is not necessary to disconnect wires to 
the board in order to remove it — simply remove 
the four sheet metal screws and swing the board 
free for examination. 


5.3 CABINET REMOVAL: 
The cabinet is held in place by self-tapping 


R-4l 
BIAS ADJ 
GND /} J-7 
BIAS CHECK 


| 2-1, 2-2 XCVR 


INTERLOCK 
K-I 

R-43 

L-3 

L-2 

C-48 


—C-42A 


af : 
fe Na > 
oat N \ \ \ 


C-42B 


~ 


V-1, V-2 


Hib gi22 
INTERLOCK 
FIGURE 6 


15 


R-| THROUGH R-|4 


screws around the opening in the rear of the cabi- 
net and by four screws in the bottom of the cabinet. 
To remove the cabinet, open the lid and remove 
the high voltage interlock rod. Remove all of the 
retaining screws and pull the chassis and front 
panel forward out of the cabinet. It may be 
convenient to simultaneously exert pressure on the 
chassis through the opening at the rear of the 
cabinet. 


5.4 FRONT PANEL AND 
SIDE GUSSET REMOVAL: 


The side gussets are held in place by the four 
screws at the top and bottom of the front panel 
and by the sheet metal screws holding the gussets 
to the side of the chassis. To remove the front 
panel, remove the cabinet, the side gussets, the in- 
terlock socket on the top lip of the front panel, 
the knobs, the palnuts on the MULTIMETER 
switch, BAND switch and PA LOAD shafts, and 
the three screws near the PA TUNE shaft. Pull the 
front panel forward and remove the meter mount- 
ing plate and the three pilot light sockets, noting 
their relative positions so that they may be re- 
placed correctly. 


5.5 REGULATOR TRANSISTOR CHANGE: 


The regulator transistor cases are insulated 
from ground by a very thin mica washer. CAU- 
TION! — Care must be exercised to avoid destroy- 
ing this insulation. To change a regulator transis- 


OPTIONAL GRID 
CONNECTION 


tor, remove the cabinet and the right side gusset, 
unsolder the wires to the base and emitter pins 
and remove the screws that hold the transistor to 
the chassis. This will also free the collector (case) 
connection. Pull the transistor out of the chassis 
and replace with a new one by reversing the above 
procedure. Before replacing transistor connections, 
check the collector-to-chassis resistance to see that 
the insulation is intact. 


5.6 AIR SYSTEM CLEANING: 


It is recommended that the air system be 
cleaned every three months and more frequently 
in dusty locations. Remove the cabinet and the 
cover of the pressurized compartment beneath the 
tubes. Clean all areas of dust accumulation with a 
small brush or with a household vacuum cleaner; 
also clean the inside of the blower squirrel cage 
and the tube plate radiators. An air jet, if avail- 
able, will speed air system cleaning. 


5.7 GRID RESISTOR TAP CHANGE: 


If less than 80 watts PEP of exciter power is 
available, it is necessary to change the tap on the 
grid resistor. Remove the cabinet and locate the 
tinned wire running from a feed-through bushing 
on the pressurized compartment to the swamping 
resistor bracket nearest the side of the chassis. 
Move this wire to the bracket nearer the center of 
the chassis. This bracket also has the wire from 
the coaxial jack marked “XMTR” connected to it. 
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VOLTAGE AND RESISTANCE CHECKS 


Note: Resistance measurements are made with all power disconnected, and with the negative ohm- 
meter lead grounded. Since many of the measurements are made across semiconductors, the readings may 
vary moderately from those given here. Voltage measurements are made with the MULTIMETER 
switch in EXCITER TUNE position with the relay terminals shorted. The bias should be set to —35 
volts at the rear-apron BIAS CHECK jack, and line voltage is 117 or 234 volts. 


Oba 


V1, V2 pins 6502 
3, 8, 11 
V1, V2 pins 11.5KQ 


2, 7, 10 


Q 
Q 
V1, V2 pins 02 
1, 4, 9 
Junction of R25 and R34 1.50 
ee 


SECTION 6 
TROUBLE SHOOTING 


— CAUTION — 


VOLTAGES USED IN THE NCL-2000 ARE LETHAL. MAKE CERTAIN THAT ALL INTERLOCKS 
ARE OPERATIVE AND THAT PRIMARY POWER HAS BEEN REMOVED BEFORE MAKING 
INTERNAL ADJUSTMENTS. 


Voltage to ground 


—18.2 


—80 
—35 
—35 


| 
we 
ot 


Zero. Do NOT attempt to energize 
the plate and screen supplies with 
the cabinet lid open. 


13.5 ac 


Zero. Do NOT attempt to energize 
plate and screen supplies with the 
cabinet lid open. : 


Zero. Do NOT attempt to energize 
plate and screen supplies with the 
cabinet lid open. 


Junction of C22 and L5 


FIGURE 8 


6.1 MALFUNCTION CHECKS 
It is assumed that, if possible, the Linear has been correctly tuned and loaded betore any operation 
checks are made. 


PROBABLE CAUSE AND CURE 


y : Check regulation and range by means of rear-pane 
tip jack; check semiconductors in regulator circuit. 


SYMPTOM 


Overload relay trips with 
no drive 


b. Tube failed: Check tubes with ohmmeter for shorts. 


a. Antenna is mismatched: The NCL-2000 tank circuit will handle 2000 
watts with a 50 ohm load with VSWR less than 2:1. Try chang- 
ing antenna feedline length or use an antenna coupler. 


Arcing in plate tank 
components 


b. Dust accumulation: Clean all components of dust accumulation. 


a. Failure in primary or plate power transformer: Check mode switch, 


No plate voltage; screen 
fuses, wiring, relay, interlock, Make certain lid is fully closed. 


current zero (without 
excitation) 
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No plate voltage; screen 
current off scale 
(without excitation) 


No idling plate current, 
proper plate voltage 


Overload relay buzzes 
when plate switch 
held on 


Output waveform clipped 


Screen current falling 
with single-tone drive 
at full power. 


Insufficient loading 
range 


Failure in plate supply: Check rectifiers and filter capacitors. 
Check meter circuit. 


Failure in screen supply: Check screen supply components. 


Check antenna transfer relay operation. 


Extreme mistuning 
High voltage supply shorted 
Plate blocking capacitor C48 shorted 


Defective overload relay: Check relay pull-in current. 


Relay should 
operate at 1.2 amperes of coil current. 


Overdriven or under-loaded. Note: slight clipping of voice peaks does 
not introduce appreciable inter-modulation distortion. 


Normal condition caused by screen grids heating up and expanding, 
which changes the internal geometry of the tube. 


In many instances, antenna loads will be presented to the NCL-2000 
which are outside the 40 to 60 ohm range of the pi-network. 
Antennas presenting this type of impedance should, if at all 
possible, be adjusted to present a proper load at the NCL-2000 
antenna terminal. This can be done through the use of match- 
ing networks and, in many instances, through the simple ex- 
pedient of tailoring the length of the antenna transmission line 
to modify its terminal impedance. 


Insufficient loading will be evidenced by high screen current or low 
plate current at maximum PA LOAD setting. It may be pos- 
sible to take care of insufficient loading on 80 and 40 meters 
through slight alteration of the NCL-2000 pi-network by remov- 
ing either C46 or C47 or both. 


Excessive loading as evidenced by low or zero screen current and high 
plate current at minimum PA LOAD setting may sometimes be 
corrected by adding high quality transmitting capacitors in par- 
allel with C43, C46 and C47. 


SECTION 7 
PARTS LIST. 


All commonly available resistors and capacitors are fully identified on the Schematic and are not in- 
cluded in this parts list. 


PART DESIGNATION DESCRIPTION NATIONAL PART NUMBER 
BL 1 Blower C51713 
Cl through C5 and Capacitor, Ceramic; .01 yf. (Special AC line rating) A51457 
C53 through C55 Capacitor, Electrolytic; 150 pi., 150 v. C19411—5 
C6 Capacitor, Electrolytic; 150 yf., 150 v. C19411—5 
C31 Capacitor, Electrolytic; 80 pt., 450 v. C1941)—4 
C32 through C39 Capacitor, Electrolytic; 80 pt., 450 v. (Special ripple current rating) C51447—1 
C42 Capacitor, PA Tune A51400—Pg. 19 
C43 Capacitor, PA Load 51441 
C44 Capacitor, Ceramic; .001 yf., 6 kv. A50849—9 
C45 Capacitor, Ceramic Transmitting; 100 pf., 5 kv. A51403—1 
C46 Capacitor, Ceramic Transmitting; 750 pf., 5 kv. A51403—2 
C47 Capacitor, Ceramic Transmitting; 450 pf., 5 kv. A51403—5 
C48 Capacitor, Ceramic Transmitting; 1000 pf., 5 kv. A51403—3 
CRI, CR2 Rectifier, Silicon; 400 p.i.v., 500 ma. A51407—3 
CR3 through CR6 Rectifier, Silicon; 1000 p.i.v., 500 ma. A51407—1 
CR7, CR8 Rectifier, Silicon Stack; 5000 p.i.v., 1000 ma. Abd1431 
CRI Diode, Zener; Type IN1777 IN1777 
FI, F2 Fuse; 12 amps, 250 v. A51444 
Ji through J4 Connector, Coaxial A51479 
Kl Relay, Antenna; DPDT and SPST-NO contacts; 
contact rating 10 amps at 30 mc.; 12 v.a.c. coil B51416—1 
K2 Relay, Overload; SPST-NC contacts; contact rating 
2 amps; relay pulls in at 1.2 amp coil current B51416—3 
K3 Relay, Plate Power; 3PST-NO contacts; contact rating 
10 amps; 12 v.a.c. coil B51416—2 
K4 Relay, Time Delay; 75 sec. delay; SPST-NO contacts; 12 v. heater A5141] 
LI Choke, Swinging; 6 H. at 35 ma.; 3 H. at 70 ma.; 1500 v. 
insulation; 1502 d.c. resistance. B51428 
L2 Choke, RF Plate; 165 pH.; 800 ma. d.c. B51448 
L3 Choke, RF; 2.5 mH.; National Radio Catalog Number R100S-2.5 D50530—12 
L4 Coil, Final Tank B51473—3 
L5 Choke, RF; 750 wH.; National Radio Catalog Number R33-750 C50527—5 
M1 Meter, Plate Current; 0—1 v.d.c.; 1000 ohms per volt C51442-1 
M2 Meter, Multimeter; 0—1 v.d.c.; 1000 ohms per volt C51442~2 
Ql, Q2 Transistor, Type 2N1159 2N1159 
Rl through R14 Resistor,Swamping; 1802, 7 w., 10%; metal film type A51401—1 
RI5, R16 Resistor, 20.52, 1/2 w., 1% A51402-1 
RI7 Resistor, 10, 2 w., 1% A51402—5 
R20, R21, R22 Resistor, 1.66 meg., 1 w., 1% A51402—3 
R25 through R32 Resistor, 50 k., 5 w., 10% A51401—2 
R33, R34 Resistor, 75 k., 55 w., 10% A51412 
R35 Bleeder, 11.5 k., 15 w., 10% B17436—18 
R42 Potentiometer, Bias Adjust; 1.2 k., 1/2 w B51378 
R48 Resistor, 152, 10 w., 10%; special surge current-rating A51332 
$1 Switch, Rocker; SPST; 6 amps B51424—1 
$2 Switch, Rocker; Special switching configuration; 6 amps. B51424—8 
$3 Switch, Rocker; DPDT; 20 amps B51424—2 
S4 Switch, Meter B51476 
85 Switch, Band B51446 
Tl Transformer, Power D51455 
T2 Transformer, Filament C51440 
v1, V2 8122 Tube (See Service Instructions for Replacement procedure) 8122 
ZI. Z2 Chokes, Parasitic Suppression; 2 turns 
#£16 wire on 3392, 2 w., resistor B51430 
Front Panel Assembly E51498—6 
Cabinet £51496—5 
Cover, Cabinet E51495—4 
Terminal Board, High Voltage C51434—2 
Power Cord A51482 
Knob A51200—NPS17F2L 
Socket, Tube; Elevenar A51406 
Feedthrough; National Catalog Number TPB SA 481 
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15. 
16. 
17. 
18. 
19. 


20. 
21. 
22. 
23. 


24. 


SPECIFICATIONS 


Frequency Range: 80, 40, 20, 15, and 10 meter bands plus overlap at band edges. 


Power Input (SSB): 1000 watts average, 2000 watts PEP. 
Power Input (AM, CW, RTTY): 1000 watts. 

Power Output (SSB): 1300 watts minimum on all bands. 
Power Output (CW, RTTY): 600 watts minimum on all bands. 
Power Output (AM): 300 watts minimum on all bands. 


Output Impedance Matching Range: 40-60 ohms minimum. 
Input Impedance: 50 ohms nominal, unbalanced. 
Drive Requirements: ZO to 200 watts PEP, adjustable. 


Component Ratings: All components specified to best commercial practice; all power components rated at 1000 watt average 
input i.c.a.s. 


Power Supply: Bias voltage electronically regulated, plate supply utilizes solid state rectifiers in full wave voltage doubler 
configuration for better ripple & regulation, rated to deliver 2500 volts at 800 ma. key down. 


Distortion Products at Full Rated Output: 30—45 db signal to distortion ratio. 
Noise: NLT 40 db down. 

ALC: Rear panel output for use with equipment incorporating such provision. 
Ambient Temperature Range: To 45° C. 

Ambient Humidity Range: To 90%. 

Altitude: To 8,000 ft. 


Tune-up Provisions: SSB-CW switch permits tune-up at 1000 watts to comply with F.C.C., built-in dummy load for exciter permits 
tune-up into amplifier grid circuit with amplifier plate voltage removed and with relative exciter power indicated on amplifier 
multi-meter. 


Safety Provisions: Primary power fuses, one minute time delay relay,plate current overload (1.2 ampere) relay, hinged cover 
utilizes Dzus fasteners with plate power interlock, automatic shorting bar connects plate power to ground (when cover is raised) 
in case of interlock or bleeder failure. 


Internal Relays: Plate power time delay, plate current overload, plate power, antenna relay. 


Metering: Precision plate milliameter, rear illuminated, 0O—1000 ma., precision multi-meter, rear illuminated; 0—5000 plate 
volts, O—50 screen milliamperes, O—50 grid milliamperes, exciter relative power output. 


Front Panel Controls: Power On-Off, SSB, CW, plate power On-Off, power pilot light, amplifier ready light, plate power light. 
Bandswitch, Multi-meter switch, P.A. Tune, P.A. Load. 


Rear Panel: Amplifier Output, Transceiver Input, Transmitter Input, Receiver Input, ALC Output, control relay terminals, Grid 
Bias Test Jack, fuses, primary power input. 


Tube and Semi-Conductor Complement: Two RCA 8122 output tubes, 13 semi-conductors for rectification and regulation. 
Size: 75/8” H, 161/2” W, 12 3/4” D. 
Weight: 62 Ibs. 


Primary Power Requirements: 115 V.A.C. 60 cycle single phase, or 230 V.A.C. 60 cycle single phase, 3 wire neutral ground 
Current 15 amperes maximum at 230 V. May be operated with 50 cycle source at reduced input or with 60 cycle source for fan. 


Warranty: Tubes, transistors and labor warranted for three months, all other components for 12 months after date of purchase. 
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NOTE: 


1. ALL RESISTORS IN OHMS; |/2 WATT, 10% 
UNLESS OTHERWISE NOTED 


2. ALL CAPACITORS IN pF; SOOV, 10% UNLESS 
OTHERWISE NOTED 


3. BAND SWITCH SHOWN IN CCW.(80 METER) 
POSITION 


4. MULTIMETER SWITCH SHOWN IN CCW 
(PLATE VOLTAGE ) POSITION 


Ol 


O-ivoc . 
MULTIMETER 


MULTIMETER SWITCH] S4 


RCA-8122 is a very small, low-cost, forced-air- 
cooled beam power tube designed for use as an rf power 
amplifier, oscillator, regulator, distributed amplifier, or 
linear rf power amplifier in mobile or fixed equipment. 


The 8122 features a light-weight, cantilever- 
supported cylindrical electrode structure within a 
ceramic-metal envelope. This construction provides a 
very sturdy tube and permits high-temperature operation. 


The terminal arrangement of the 8122 facilitates 
use of the tube with tank circuits of the coaxial or 
strip-line type. Effective isolation of the output circuit 
from the input circuit is provided at the higher fre- 
quencies by the low-inductance ring terminal for grid- 
No.2. A base-pin termination for grid-No.2 is also 
available for operation of the 8122 at the lower fre- 
quencies. 


The tripod arrangement of both the cathode and 
the grid-No.1 leads not only simplifies construction, 
but enhances electrical characteristics. The three 
cathode leads reduce the inductance path to rf ground 
and reduce the input admittance at high frequencies. 


The three grid-No.1 leads to separate pins accom- 
odate a split-input circuit for distributed amplifier 
service. 


I. DESCRIPTION 
General Data 
Ratings 
Characteristics Range Values | 
Footnotes 
Dimensional Outline 
Basing Diagram 


Il. CHARACTERISTICS 


Il. GENERAL APPLICATIONS 
This bulletin is to be used in conjunction with 
the publication Application Guide for RCA Power 
Tubes, 1CE-300. For a copy, write RCA, Com- 
mercial Engineering, Harrison, N. J. 


Coaxial-Electrode Structure 
Ceramic-Metal Seals 
Full Ratings. Up to 500 MHz 
Forced-Air Cooled 
380 Watts PEP Output at 30 MHz ABy 
570 Watts PEP Output at 30 MHz AB2 
300 Watts CW Output at 470 MHz 


RCA-8122 
BEAM POWER TUBE 


GENERAL DATA 


Electrical; 

Heater, for Unipotential:Cathode: 
Voltage (AC or DC)? .... 2.2.2... volts 
Current at 13.5 volts........... 1.3 A 
Minimum heating time .......... 60 s 

Mu-Factor, Grid No.2 to Grid No.1 
for plate volts = 450, Grid-No.2 
volts = 325, and plate amperes = 1.2. 12 

Direct Interelectrode Capacitances: 


Grid No.1 to ‘plate swiss cee se was 0.13 max pF 
Grid No.1 to cathode........... 16 pF 
Plate: to cathode. s 66:4... 6% ews 0.011 pF - 
Grid No.1 to grid No.2.......... 24 pF 
Grid No.2 to plate............. 7.0 pF 
Grid No.2 to cathode ........... 2.6 pF 
Cathode to heater............. 3.4 pF 
Mechanical: 
Operating Positian: 66/464 css a memel sewed a arwe s Any 
Maximum Overall Length ...........02 0000 ee 2.26" 
Seated Tiength: ... i css awe caw onus 1.920" + 0.065" 
Greatest Diameter... .........00000. 1.625" + 0.015" 


Bases. 62% iw HES Large-Wafer Elevenar 11-Pin with Ring 
(JEDEC No.E11-81) 

Socket ..... Erie4No. 9802-000 and 9804-000, Johnson®™No. 
: 124-311-110, Mycalex* No. CP464-2, or equivalent 

Grid No.2 Bypass Capacitor ......... Erie4No. 2943-002, 
Johnson™No. 124-121, or equivalent 

Weight: CApproxs)ts ios. :6 do's eral e, 2 B68 s we Hse te Bes Be 3.5 oz 


4 Erie Technological Products, Inc., 645 West 12th Street, 
Erie, Pa. 

@&. F. Johnson Co., 1921 10th Ave., S. W., Waseca, Minn. 

* Mycalex Corp. of America, 775 Clifton Blvd., Clifton, N. J. 


Thermal: 
Terminal Temperature (All terminals) .. 250 max °C 
Radiator Core Temperature (See 

Dimensional Outline).........4. 250 max 1 @} 


Air Flow: 
See Typical Cooling Requirements on page 5. 


Information furnished by RCA is believed to be accurate and re- 
liable. However, no responsibility is assumed by RCA for its use: 
nor for any infringements of patents or other rights of third 
parties which may result from its use. No license is granted by 
implication or otherwise under any patent or patent rights of RCA. 


RADIO CORPORATION OF AMERICA 
Electronic Components and Devices Harrison, N. J. 


® 


8122 6-66 
Supersedes 8122 10-61 
Printed in U.S.A. 


Trademark(s) ® Registered 
Marca(s) Registrada(s) 
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LINEAR RF POWER AMPLIFIER 


Single-Sideband Suppressed-Carrier Service® 
Typical CCS Operation at 30 MHz with ‘‘ Two-Tone Modulation’’: 


Peak envelope conditions for a signal 


having 


a minimum peak-to-average power ratio of 2 


AB, ABo 
Maximum CCS Ratings, Absolute-Maximum Values: DC Plate Voltage..........0... 2000 2500 volts 
DC PLATE VOLTACE: DC Grid-No.2 Voltage .......... 400 400 volts 
Up to 30 MHz... . 2... eee eee 30004 max volts DC Grid-No.1 Voltage .......... —35 —35 volts 
Up to 500 MHz... ......00. ; paar volt8  Zero-Signal DC Plate Current ..... 100 115 mA 
p to z - : 
DC GRID-No.2 VOLTAGE. ...... 400 max. volte Effective RF Load Resistance..... 3050 3500 ohms 
DC GRID-No.1 VOLTAGE....... —+100 max. volts DC Plate Current at Peak of Envelope 335 400 mA 
DC PLATE CURRENT AT PEAK Average DC Plate Current ..... -.- 250 275 mA 
OF ENVELOPE ........... 450° max. mA . 
DC GRID-No.1 CURRENT. ...... 100 max. mA pic ie Current at Peak of 
PLATE DISSIPATION ...... ; 400 max. watts a 10 6 mA 
GRID-No.2 DISSIPATION ....... 8 max. watts Average DC Grid-No.2 Current. .... 7 4 mA 
PEAK HEATER-CATHODE VOLTAGE: DC Grid-No.1 Current at Peak of 
Heater negative with respect Envelope........ haned ttt 0.059 3 mA 
to cathode............4. 150 max. volts : 
Heater positive with respect : Peak-Envelope Driver Power Output 
to cathode...........00.% 150 max. volts (Approx.). ose eee ee eee 0.3 0.5 watt 
Maximum Circuit Values: Output-Circuit Efficiency (Approx.). . 90 90 % 
Grid-No.1 Circuit Resistance Distortion Products Level: 
Under Any Condition:! : k 
With fixed bias.........-e. 25000 max. ohme Third order .........-e-ee002 29 28 dB 
With fixed bias (In Class AB, Fifth order ..........22000. 32 32 dB 
operation) .......20e00% 100000 max. ohms Useful Power Output (Approx.): 
With cathode bias. . hs, as deveined oa Not recommended 
Grid-No.2 Circuit Impedance? . 10000 max. ohms Average. +++ see eee veers 190 285 watts 
Plate Circuit Impedance® ...........200- . See Note? Peak envelope ..... bbe’ 380 570 ~—s watts 
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RF POWER AMPLIFIER & OSCILLATOR -— Class C Telegraphy‘ 
and 
RF POWER AMPLIFIER — Class C FM Telephony‘ 


Maximum CCS Ratings, Absolute-Maximum Values; 
Up to 500 MHz 


Typical CCS Operation: 
In Grid-Drive Circuit at 50 MHz 


DC PLATE VOLTAGE......... 2200 max. volts 
DC GRID-No.2 VOLTAGE ...... 400 max. volts DC Plate Voltage ...... 700 1000 1500 2000 volts 
DC GRID-No.1 VOLTAGE hie Moe —100 max. volts DC Grid-No.2 Voltage cee 175 200 200 200 volts 
DC PLATE CURRENT......... 300 max. mA DC Grid-No.1 Voltage ... -—10 -30 -30 -—30 volts 
DC GRID-No.1 CURRENT....... 100 max. mA DC Plate Current ...... 300 300 ©6300 ©6300 mA 
GRID-No.2 DISSIPATION. ...... 8 max. watts DC Grid-No.2Current ... 25 20 20 20 mA 
PLATE DISSIPATION .-....... 400 max. watts DC Grid-No.1 Current ... 50 40 40 30 mA 
PEAK HEATER-CATHODE VOLTAGE: Driver Power Output 
Heater negative with respect (Approx.) .......-. 1.2 2 2 2 watts 
to cathode..........e006 150 max. volts Useful Power Output.... 120 175 «=6275)=—Ss(3375—s watts 
Heater positive with respect In Grid-Drive Circuit at 470 MHz 
POP RENOM Ste S Anat oats 150" “mak, volts: G6 Plate: Voltages ox sa 700 1000 1500 2000 volts 
DC Grid-No.2 Voltage ... 200 200 200 200 volts 
DC Grid-No.1 Voltage ... —30 -—30 -—30 -—30 volts 
Maximum Circuit Values: DC Plate Current ...... 300 300 300 #8 300 mA 
Grid-No.1 Circuit Resistance DC Grid-No.2 Current... . 10 10 5 5 mA 
Under Any Condition: DC Grid-No.1 Current. ... 30 30 30 30 mA 
With fixed bias............ 25000 max. ohms Driver Power Output 
Grid-No.2 Circuit Impedance ..... 10000 max. ohms (Approx.)........06 5 5 5 5 watts 
Plate Circuit Impedance............20.. See Note’ Useful Power Output.... 100 165 235 300 watts 
PLATE-MODULATED RF POWER AMPLIFIER — Class C Telephony 
Carrier conditions per tube for use with a max. modulation factor of 1.0 
Maximum CCS Ratings, Absolute-Maximum Values upto 500 MHz: DC PLATE CURRENT. ........ 250 max. i 
DC PLATE VOLTAGE......... 1800 max. volts DC GRID-No.1 CURRENT....... 100 max. mA 
DC GRID-No.2 VOLTAGE. ...... 400 max. volts GRID-No.2 INPUT. ........... 5 max. watts 
DC GRID-No.1 VOLTAGE....... —100 max. volts PLATE DISSIPATION ......... 280 max. watts 
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CHARACTERISTICS RANGE VALUES 


Note Min. Max. 

1. Heater Current....... 1 1.15 1.45 A 
2. Direct Interelectrode 

Capacitances: 

Grid No.1 to plate. . 2 - 0.13 pF 

Grid No.1 to cathode . 2 14.3 17.7 pF 

Plate to cathode. ... 2 0.0065 0.0155 pF 

Grid No.1 to grid No.2 2 20.8 25.2 pF 

Grid No.2 to plate. . 2 6.3 7.7 pF 

Grid No.2 to cathode . 2 2.0 3.0 pF 

Cathode to heater... 2 2.5 4.1 pF 
3. Grid-No.1 Voltage... .. 1,3 -8 —-19 volts 
4. Reverse Grid-No.1 Current 1,3 - —25 pA 
5. Grid-No.2 Current ..... 1,8 —5 +6 mA 
6. Peak Emission..... -. (1,4 13 — peak A 
7. Interelectrode Leakage 

Resistance ....... 5 50 — megohm 
8. Zero Bias Plate Current. 1,6 1.0 1.8 A 


Note 1: With 13.5 volts ac or dc on heater. 


Note 2: Measured with special shield adapter. 


Note 3: With de plate voltage at 700 volts, dc grid-No.2 volt- 
age of 250 volts, and de grid-No.1 voltage adjusted 
to give a dc plate current of 185 mA. 


Note 4: For conditions with grid No.1, grid No.2, and plate 
tied together; and pulse voltage source connected 
between plate and cathode. Pulse duration is 2.5 
microseconds and pulse repetition frequency is 60 
pps. The voltage-pulse amplitude is 200 volts peak. 
After 1 minute at this value, the current-pulse ampli- 
tude will not be less than the value specified, 


Note 5: Under conditions with tube at 20° to 30° C for at 
least 30 minutes without any voltages applied to the 
tube. The minimum resistance between any two elec- 
trodes as measured with a 200-volt Megger-type 
ohmmeter having an internal impedance of 1.0 megohm, 
will be no less than the valve specified. 


Note 6: With de plate voltage of 450 volts, dc grid No.2 volt- 
age of 400 volts, de grid No.1 voltage of ~—100 volts, 
grid drive voltage to zero. With pulse duration of 
4500 to 5000 ys and pulse repetition frequency is 10 
to 12 pps. 


FOOTNOTES 


"Because the cathode is subjected to back bombardment as 
the frequency is increased with resultant increase in tem- 
perature, the heater voltage should, for optimum life, be 
reduced to a value such that at the heater voltage obtained 
at minimum supply voltage conditions (all other voltages 
constant) the tube performance just starts to show some 
degradation; e.g., at 470 MHz heater volts = 12.5 (approx.). 


bMeasured with special shield adapter. 


See Section V.C. of 1CE-300. 


dFor operation above 2200 plate volts, the tube shall see an 
effective plate-supply impedance of no less than 750 ohms. 
A fault current limiting resistor of no less than 15 ohms is 
to be used between the output filter capacitance and the 
tube plate. The plate-supply-output-filter capacitance is to 
be no greater than 10 uF. 


®The maximum rating for a signal having a minimum peak-to- 

average power ratio less than 2, such as is obtained in 
‘‘Single-Tone”’ operation, is 300 mA. During short periods 
of circuit adjustment under ‘‘Single-Tone’’ conditions, the 
average plate current may be as high as 450 mA. 


fThe tube should see an effective plate supply impedance 
which limits the peak current through the tube under surge 
conditions to 15 amperes. 


§9This value represents the approximate grid-No.1 current 
obtained due to initial electron velocities and contact~ 
potential effects when grid No.1 is driven to zero volts 
at maximum signal. 


ha fault current limiting resistor of no less than 320 ohms 

is to be used between the screen output filter capacitance 
and the tube screen. The screen supply output filter capa- 
citance is to be no greater than 80 uF. 


iA fault current limiting resistor of no less than 20 ohms is 
to be used between the bias supply output filter capacitance 
and the tube grid-No.1. The bias supply output filter capa- 
citance is to be no greater than 150 uF. 


kThe value of third order distortion product level shown may 
be improved by approximately 5 dB by utilizing an unby- 
passed, non-inductive 20-ohm resistor between the cathode 
and ground; a slight increase in drive power will be required. 
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DIMENSIONAL OUTLINE 


1,625" +015" OIA. 


PLATE TERMINAL 
i NOTES 283 


CAP JEDEC No. Ci-t 


RADIATOR CORE —— 
TEMPERATURE 
MEASUREMENT 

POINT 


PLATE TERMINAL 
(RADIATOR) 


1.25" MAX. 
OIA. 


GRID—No.2 TERMINAL 
CONTACT SURFACE 
(RING) 


EEEd CERAMIC NOTES 283 
\_ pase 
STIPPLED 1.426"2.010" DIA. = 
REGION NOTES 283 SEDEC No. Ell I 


92CS—II304RI 


NOTE 1: Keep all stippled regions clear. Do not allow con- 
tacts or circuit components to protrude into these 
annular volumes. 


NOTE 2: The diameters of the radiator, grid-No.2 terminal 
contact surface, and pin circle to be concentric 
within the following values of maximum full indi- 
cator reading: 


Radiator to Grid-No.2 


Terminal Contact Surface .... 0.030" max. 
Radiator to Pin Circle...... . - 0.040" max. 
Grid-No.2 Terminal Contact..... 

Surface to Pin Circle....... 0.030" max. 


NOTE 3: The full indicator reading is the maximum devia- 
tion in radial position of a surface when the tube 
is completely rotated about the center of the ref- 
erence surface. It is a measure of the total effect 
of run-out and ellipticity. 


BASE DRAWING 
LARGE-WAFER ELEVENAR 
11-PIN WITH RING 
JEDEC No.E11-81 


1.436" MAX. 
: : DIA. 
105" +.015 =. .040" MAX. 
J 188" MIN. 
F — | F .281" "MAX, 
~ 1.200" MAX. 
DIA. 
{IL PINS 
/ .040" + 002" DIA. 


Pin Contor 
.040 DIA. 
PIN 


OIS;MIN, 
.035" MAX. 


U 020” MAX. FLAT 
— Nor BROUGHT TO 
A SHARP POINT 
92CS -11320 


* This dimension around the periphery of any individual 
pin may vary within the limits shown. 
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Pin 
Pin 
Pin 
Pin 
Pin 
Pin 
Pin 
Pin 
Pin 


BASING DIAGRAM 


Bottom View 


CAP y RADIATOR 
PP 


Cathode 
Grid No.2 
Grid No.1 
Cathode 
Heater 

: Heater 
7: Grid No.2 
8: Grid No.1 
9: Cathode 


Dt ea ROS 


Pin 10: Grid No.2 
Pin 11: Grid No.1 


Cap: Plate Terminal 


Radiator: Plate Terminal 


Ring: Grid-No.2 Terminal Contact 
Surface (For use at higher 
frequencies) 


GAUGE DRAWING 
JEDEC No.GE11-1 


<a 


005" R. 


SECTION AA’ 
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TYPICAL COOLING REQUIREMENTS 


AIR FLOW DIRECTED THROUGH RADIATOR WITH AIR CHIMNEY SK-606 
(EITEL-Mc CULLOUGH INC.), AND SOCKET CD464-2 (MYCALEX CORP. 
OF AMERICA), AND BY-PASS CAPACITOR (E.F. JOHNSON CO.) 

PLATE-CORE TEMPERATURE — 250° C. 

INCOMING-AIR TEMPERATURE 


AIR FLOW—CUBIC FEET PER MINUTE 


SEeeeeee 
400 


ae Ss a 
100 200 300 
PLATE DISSIPATION—-WATTS (SOLID LINE) 


. . 0.6 . 
PRESSURE DROP—INCHES OF WATER (DASHED LINE) 
92CN-11299 


REFERENCES 
1. Application Guide for RCA Power Tubes, 1CE-300. 


2. J. F. Gaylord, ‘‘The Conduction Cooling of Power 


Tubes in Vehicular Communication Equipment’’, 
IEEE Transactions on Vehicular Communication, 
September, 1963. 
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TYPICAL CONSTANT-CURRENT CHARACTERISTICS 


400 Volts 


For Grid-No.2 Voltage 
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GRID No.f VOLTS 


TYPICAL PLATE CHARACTERISTICS 
For Grid-No.2 Voltage = 400 Volts 
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TYPICAL CHARACTERISTICS 
For Grid-No.2 Voltage = 400 Volts 
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TYPICAL CONSTANT-CURRENT CHARACTERISTICS 


For Grid-No.2 Voltage = 250 Volts 
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